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Message Text 


PAGE 01 ISTANB 02881 291242Z 
65 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

057741 

R 291100Z IUL 76 
FM AMCONSUL ISTANBUL 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7739 
AMEMBASSY ANKARA 

UNCLAS ISTANBUL 2881 

EO 11652: N/A 
TAGS BTIO, TU 

SUBJECT FOREIGN GOVERMENT TENDER 
ELECTRO-HYDRAULIC STERRING GEAR 

1. 489/03/T0002 

2. 072976 

3. R BECKHAM 

4. 489 TURKEY 

5. N 

6A WRITE TO~ 

6MB - 

6C DENIZCILIK BANKASI T A O 
SATINILMA KOMIS YONU BASKANLIGI 
YOLCU SALONU KAT 1 
ENG NO 1976/3087 
KARAKOY, ISTANBUL 

7. 1976/3087 

8. 09/06/76 
9.201 

10. PROPOSAL 
37141-VALUE NOT KNOWN 

ELECTRO-HYDRAULIC STERRING ENGINES FOR THIRTEEN 2500 BHP 
FIRE-GIGHTING TUGS, COMPLETE WITH TILLERS, STEERING WHEEL 
COLUMNS, HYDRAULIC PUMPS, TELEMOTOR RECEIVERS. ENGINES 
TO BE TWO RAM TYPE AND TO ACT ON A SINGLE RUDDER. 
UNCLASSIFIED 

PAGE 02 ISTANB 02881 291242Z 

ELECTRICAL PARTS TO OPERATE ON 220/380V, THREE PHASE 50 HZ 
AC SUPPLY. DET NORSKE VERITAS CERTIFICATES REQUIRED 
FOR TWO ENGINES AND ABS CERTIFICATES FOR ELEVEN 
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11. PROFORMA INVOICES IN 15 COPIES. 45 DAY OPTION 
FOR PURCHASE (TURKISH MARITIME BANK) AS OF BID 
DEADLINE. PAYMENT BY L/C. SPECIFICATIONS BEING 
POUCHED TODAY. BATIER 

UNCLASSIFIED 


« END OF DOCUMENT » 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 15 SEP 1999 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ISTANB02881 

Document Source: ADS 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Film Number: D760293-0366 
From: ISTANBUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976071 09/baaaesie. tel 

Line Count: 61 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ACTION SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hackerpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 MAR 2004 by ThomasVJ>; APPROVED <06 JAN 2005 by hackerp0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERMENT TENDER ELECTRO-HYDRAULIC STERRING GEAR 
TAGS: BTIO, CASC, TU, (BOULWARE, WAYNE) 

To: USDOC 
INFO STATE 
MULTIPLE 
Type: TE 
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